CONCORDIA¥ 


Sept. 13, 2001 STINGERS 


Shrine Bowl continues as scheduled 


The Shrine Bowl will go on as originally scheduled. Kickoff is at 1 p.m. on 
Saturday, September 15 at the Concordia Stadium, 7141 Sherbrooke W. 


The 15 th annual Shrine Bowl is organized by the Dollard des Ormeaux-based 
Karnak Shriners in conjunction the Concordia Stingers and the McGill Redmen foot- 
ball teams. In the last 14 years $311 thousand has been raised for The Shriner’s 
Hospital. This year a $30 thousand goal has been established. 


Concordia heads into the game with high spirits after having defeated no.2- 
ranked Laval Rouge et Or 20-8 on Sept. 9. The Stingers are also wanting to regain the 
bowl after having lost to McGill by one point in the 2000 Shrine Bowl. 


Tickets are $8 for adults, $5 for non-Concordia students, $3 for Concordia stu- 
dents and seniors and children 13-and-under are admitted free of charge. Tickets are 
on sale now at the Concordia Athletic Complex, 7200 Sherbrooke St. W., N.D.G. 

The motto of the 2001 Shrine Bowl Game is “Strong legs run so that weak legs 


may walk”. Please help us inform the public that this charitable and community event 
will go on as planned. 


For further info call the sports information office at 848-3862 
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